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CONFIDENTIAL ATHENS 2302 

ISTANBUL AND ANKARA FOR RSO, STATE FOR A/SY/T, FRANKFURT 
FOR RTC FROM TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUB J : WALK-THRU METAL DETECTOR 

REF ISTANBUL 0812, ISTANBUL 0963, STATE 05118 

1 . STATE REFTEL 058118 SUGGESTS INSERTING A 2 TO 1 STEP- 
DOWN TRANSFORMER IN POWER LINE TO ISOLATE UNIT FROM LOCAL 
POWER. PROBLEM EXISTS IN THAT LOCAL POWER IS 1 10 VOLTS 

AND 2 TO 1 TRANSFORMER WILL STEP VOLTAGE DOWN TO 55 VOLTS. 

2. ISOLATION TRANSFORMER HAS BEEN POUCHED TO ISTANBUL 
REGISTRY NUMBER 3407542. TRANSFORMER HAS A 1 TO 1 RATIO 
WHICH MEANS THAT 1 10 VOLTS INPUT WILL GIVE 1 10 VOLTS OUTPUT 
AND WILL PROVIDE NECESSARY ISOLATION. 

3. WITH REFERENCE TO REFTEL ISTANBUL 963 PI EASE NOTE THAT 
CCTV EQUIPMENT DEPENDS ON AVAILABILITY FROM STATE A/SY/T 
SUPPLY. PRESENTLY THIS EQUIPMENT IS NOT AVAILABLE 

AND FIRM INSTALLATION SCHEDULE CANNOT BE ESTABLISHED 
UNTIL A/SY/T ADVISES ATHENS ON DELIVERY OF SUBJECT 
EQUIPMENT. KUBISCH 
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